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2 June 1959 


STAT 


MEMORANDUM FOR THE RECORD 
SUBJECT: CIA Seal Replicas 


Talked with 


who advised the 


Quartermaster presently has a master mold of the CIA 
seal in the standard diameter of 15 inches. All that 


remains to be done is to borrow the mold and put out on 


contract the making and painting of appropriate casts of 


the seal. Mr. Kirkpatrick will take up this matter in the 


Deputies' meeting. 
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